DC-3 flugvél Flugfélagsins. Gunnfaxi TF-ISB, 

4 skidum & na. Graenlandi 1972. 

Flugfélag Islands notadi DC-3 flugvélar til 
innanlands- og Greenlandsflugs a arunum 1946—1975 
Icelandair DC-3 in NE Greenland, 1972. 

Icelandair operated this type of aircraft both 

in Iceland and to Greenland from 1946 to 1975 
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